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NOTES: 
1) MATERIAL: SEE TABLE 
2) FINISH: NONE 
3) TOLERANCES: 
PER DART aSI 018 UNLESS OTHERWISE NOTED 
4) UNITS: INCHES UNLESS OTHERWISE NOTED 
5) BREAK SHARP EDGES: 0.005 TO 0.010 MAX 
6) IDENTIFICATION: 
IDENTIFY WITH DART PIN (SEE TABLE) USING VIBRATING STYLUS 
7) WEIGHT: 5.6 Ibs 
8) TOOLING: THERMOFORM 
PER MOLD DT9340 PER DART aSI 022. TRIM PER MOLD 
9) MINIMUM THICKNESS: 0.045" UNLESS OTHERWISE NOTED 


PART NUMBER 
DESCRIPTION 


D3967-1KIV 
KYDEX 6185,0.080 THICK, P3-VELOUR MADE, 


IVORY #62015 (MKYD6185S.080-P3-62015) 


D3967-1KGY 
KYDEX 6185,0.080 THICK, P3-VELOUR MADE, 


STEEL GRAY #52068 (MKYD6185S.080-P3-52068) 
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